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DR. LOUIS H. MILLER, LABORATORY OF PARASITI 
DISEASES, NATIONAL INSTITUTE OF HEALTH, 
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028148 

O 16221 1Z SEP 76 

FM SECSTATE WASHDC 

TO AMCONSUL IBADAN IMMEDIATE 

UNCLAS STATE 229684 

FROM AF/W LOLLIS 

E.O. 11652: N/A 

TAGS: OGEN, NI 

SUBJECT: RELAY OF MESSAGE FROM NIH 

REF: IBADAN 0703 

1 . PLEASE PASS FOLLOWING TO DR. SAM MARTIN, CARE OF 
PROFESSOR B. O. OSUNKOYA, DEPARTMENT OF CHEMICAL 
PATHOLOGY, UNIVERSITY COLLEGE HOSPITAL, IBADAN. 

QUOTE. 1 . DO AS MANY DETERMINATIONS ON CONTROLS AS 
POSSIBLE IN IBADAN UNTIL ANTI-SERA IS FINISHED. I AM 
ALSO WORRIED ABOUT DOING CONTROL AND TEST SAMPLES IN 
DIFFERENT LABORATORIES. 2. BRING BACK CONTROLS AND 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 229684 

EXPERIMENTAL SAMPLES THAT WERE RUN BY ABA FOR STANDARDI- 
ZATION OF RESULTS BETWEEN THE TWO LABORATORIES. TRY 
TO PICK ONES WITH DIFFERENT BLOOD GROUPS. AS MANY AS 
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POSSIBLE. 3. BRING BACK ALIQUOTS OF ANY CONTROLS 
THAT COULD NOT BE RUN IN IBADAN. SIGNED. LOUIS H. 

MILLER. UNQUOTE. 

HABIB 

UNCLASSIFIED 
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